UFO lab motor test 4 


| doubled the static Thrust of the UFO lab motor. Got a magnetic reading half 
scale but an even stronger electric field peg in frontof the motor. To the rear 
of the motor nothing except when | putThe sensor directly in the path of the 
accelerated positive andNegative ionic waves. 


